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Message Text 


LIMITED OFFICIAL USE 
PAGE 01 STATE 211942 
43 

ORIGIN SY-05 

INFO OCT-01 EA-07 ISO-OO /013 R 

DRAFTED BY A/SY/FO:DMLAFRANCHI:HH 
APPROVED BY A/SY/FO - ROBERT J. MCCARTHY 
EA/EX - F. KELLY (IN SUBS) 

122239 

R 052339Z SEP 75 
FM SECSTATE WASHDC 
TO AMEMBASSY BANGKOK 
AMEMBASSY CANBERRA 
AMEMBASSY IAKARTA 
AMEMBASSY KUALA LUMPUR 
AMEMBASSY MANILA 
AMEMBASSY SEOUL 
AMEMBASSY TAIPEI 
AMEMBASSY TOKYO 
INFO AMCONSUL HONG KONG 


LIMITED OFFICIAL USE STATE 211942 
E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: DESTRUCTION EQUIPMENT MODEL 2 INCINERATOR 

FOR RSO BANGKOK, CANBERRA, JAKARTA, KUALA LUMPUR, MANILA, 
SEOUL, TAIPEI, TOKYO; HONG KONG FOR RSS 

(1) A MODEL 2 INCINERATOR, ORIGINALLY PURCHASED FOR 
PHNOM PENH, WILL BE AVAILABLE IN APPROXIMATELY 90 DAYS. 

(2) REQUEST RSOS INFORM SY/FO IF ANY POST IN THEIR AREA 
OF RESPONSIBILITY MAY HAVE A NEED FOR THIS EQUIPMENT. IN 
REPLYING, INCLUDE BACKGROUND INFO. AND JUSTIFICATION OF 
NEED. 

LIMITED OFFICIAL USE 
LIMITED OFFICIAL USE 
PAGE 02 STATE 211942 

(3) SINCE THE INCINERATOR HAS ALREADY BEEN PURCHASED, 
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THE POST REQUESTING THIS EQUIPMENT WILL HAVE TO FUND ONLY 
TRANSPORTATION COSTS FROM THE NEW YORK PORT FACILITY TO 
THE POST. 

(4) NEGATIVE RESPONSES WOULD BE APPRECIATED. ROBINSON 
LIMITED OFFICIAL USE 

NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: ElyME 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE21 1942 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DMLAFRANCHLHH 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750309-0200 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750978/aaaacrai.tel 

Line Count: 66 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 JUL 2003 by ShawDG>; APPROVED <12 NOV 2003 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DESTRUCTION EQUIPMENT - MODEL 2 INCINERATOR FOR RSO BANGKOK, CANBERRA, JAKARTA, KUALA LUMPUR, MANILA 

TAGS: ASEC 

To: BANGKOK MULTIPLE 

Type: TE 
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